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RALEIGH MEMORIAL AUDITORIUM ~ 

The Raleigh Memorial Auditorium is built £ 
on the site of the old Governor's Palace. It ^ 
has a seating capacity of more than 4,000 < 
and was built as the city's memorial to the 
men who died in battle in World War I. ^ 
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